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Abstract — Microwave remote sensing observations of 
hurricanes, from NOAA and USAF hurricane surveillance 
aircraft, provide vital data for hurricane research and operations, 
for forecasting the intensity and track of tropical storms. The 
current operational standard for hurricane wind speed and rain 
rate measurements is the Stepped Frequency Microwave 
Radiometer (SFMR), which is a nadir viewing passive microwave 
airborne remote sensor [1], 

The Hurricane Imaging Radiometer, HIRAD, will extend the 
nadir viewing SFMR capability to provide wide swath images of 
wind speed and rain rate, while flying on a high altitude aircraft. 
HIRAD was first flown in the Genesis and Rapid Intensification 
Processes, GRIP, NASA hurricane field experiment in 2010. This 
paper reports on geophysical retrieval results and provides 
hurricane images from GRIP flights. An overview of the HIRAD 
instrument and the radiative transfer theory based, wind 
speed/rain rate retrieval algorithm is included. Results are 
presented for hurricane wind speed and rain rate for Earl and 
Karl, with comparison to collocated SFMR retrievals and WP3D 
Fuselage Radar images for validation purposes. 
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I. Introduction 

The Hurricane Imaging Radiometer was developed by 
NASA, Marshall Space Flight Center, NOAA’s Hurricane 
Research Division, the University of Michigan and the 
University of Central Florida. It measures surface emissivity and 
path average rain intensity over a wide swath of approximately 3 
times the flying altitude, as shown in Fig. 1. HIRAD is a four- 
frequency, C-band, synthetic aperture radiometer, with a 0.8m x 
0.6m, 37x16 element stacked patch array antenna [2]. The array 
is thinned to 10 active 16 element linear array antennas, enabling 
real aperture imaging along track and synthesis crosstrack over 
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36 baselines [3]. This provides a swath of approximately ± 60° 
and a spatial resolution of approximately 2 Km at nadir and 5 Km 
at the swath edge. HIRAD flew on the NASA Johnson Space 
Center’s WB-57 aircraft at 18 km altitude, over Hurricanes Earl 
and Karl, during GRIP, on September 1-2, 2010 and September 
16, 2010, respectively. Simultaneously, NOAA, Hurricane 
Research Division flights with SFMR provided under-flight 
passes across the HIRAD swath, that enabled comparison and 
validation of the HIRAD measurements. 



Fig. 1. HIRAD measurement geometry showing synthesized cross-track 
footprints. 

Two geophysical retrieval methods have been applied to the 
HIRAD brightness temperature Tb data, by the Central Florida 
Remote Sensing Lab (CFRSL). One uses single frequency 
empirical wind speed and rain rate algorithms, for near real-time 
applications [4]; and the other uses a rigorous, radiative transfer 
theory based method (maximum likelihood estimation, MLE). 
The single frequency approach, defines major features in an 
image, but isn’t capable of clearing rain from the wind speed 
retrievals. The multi- frequency MLE method is frilly capable of 
producing wind speed in the presence of rain, but is sensitive to 


Tb calibration stability at all frequencies. The MLE retrievals are retrievals, to validate HIRAD RR retrievals. Earl retrievals were 
emphasized in this paper. done using 4, 5 and 6.6 GHz Tb data only. 


II. Geophysical retrieval method 


A. HIRAD and SFMR Collocation Comparisons 


A maximum likelihood estimation algorithm, based on a 
HIRAD Radiative Transfer Model (RTM), that includes a 
CFRSL surface emissivity model [5, 6] and the SFMR rain 
model, was developed by CFRSL. The surface emissivity model 
was designed to cover a wind speed range of 10 - 85 m/sec, and 
the rain model covers a range of approximately 5-100 mm/hr. 

The Radiative Transfer Model is used to create tables of 
modeled brightness temperatures vs. all combinations of wind 
speed (WS) and rain rate (RR) in hurricanes, at each HIRAD 
frequency, for each measurement cell in the HIRAD swath. Both 
polarizations are included, to account for the cross-pol Tb 
contribution in the outer swath. Tables exist for each 0.1 deg. in 
earth incidence angle (EIA), allowing precise interpolation for 
each measurement cell, and reducing the MLE process to 
iterations using look-up tables. 

The MLE process uses the look-up tables and minimizes the 
total squared differences, between the observed and modeled 
brightness temperatures, over HIRAD frequencies. The 
combination of WS and RR producing the minimum squared 
difference yields the retrieved values. 

III. Flight patterns 

Both of the 2010 flights in Hurricanes Earl and Karl were at 
approximately 18 km in altitude on the WB-57, where Earl was 
in the Atlantic off the coast of southern Florida and Karl was in 
the Gulf of Mexico near the Yucatan Peninsula. A “box” pattern 
was flown in Earl, where successive legs at 90 deg. angles form 
a box. In Karl, a crisscrossing pattern was used, to better capture 
the center of the storm. A total of eight flight legs were flown in 
Earl over five hours, and 10 flight legs in Karl over seven hours. 

The SFMR, on the NOAA P-3 aircraft, provided near 
simultaneous estimates of brightness temperature, wind speed, 
and rain rate in both Earl and Karl. SFMR flies at approximately 
10,000 feet in a “Figure-4” pattern, which is centered on the 
hurricane eye, and includes legs that cross at the storm center. In 
Earl, SFMR flew directly across the HIRAD swath on the 4 
primary legs (legs 1, 3, 4, and 6) that formed the box pattern, and 
captured the eye- wall features of the storm. In Karl, both 
instruments were flown in patterns passing over the storm center, 
so the SFMR underpasses transected the HIRAD swath more 
diagonally. Nevertheless, collocation comparisons covering the 
entire HIRAD swath were possible for both flights. SFMR wind 
speed and rain rate were useful as surface truth for the HIRAD 
measurements on both flights. 

IV. Hurricane Earl retrievals 

It was possible to identify storm centric collocations, between 
HIRAD and SFMR, within approximately 30 minutes of each 
other in Earl. These were used to validate the RTM and MLE 
retrieval algorithm. Results for WS comparisons on legs 3 and 4 
are used as examples, to demonstrate the quality of the HIRAD 
retrievals. The MLE algorithm was also used to provide frill WS 
and RR images for legs 1, 3, 4 and 6. A rain image, in dBz, from 
the P3 Fuselage Radar was used, along with the SFMR RR 


The NOAA P-3 flew 3 legs in Earl, to make a Figure-4, with 
SFMR crossing the storm center twice and completely traversing 
the HIRAD swath on all 4 legs. Fig. 2 shows the SFMR flight 
path overlayed on HIRAD legs 3 and 4, with the first leg of 
SFMR going from east to west through the storm center and 
crossing HIRAD leg 3, and the third leg going from south to 
north and crossing HIRAD leg 4. 

The comparison between the SFMR WS and the HIRAD WS 
using the MLE for HIRAD legs 3 and 4 is shown in Fig. 3 and 
Fig. 4, respectively. The time difference between the SFMR pass 
and the collocated HIRAD measurements for leg 3 was 
approximately 7 minutes, and the difference was approximately 
33 minutes for leg 4. The positive angles in Fig. 3 indicate the 
right hand side of the HIRAD swath, with respect to the flight 
direction, and the negative angles are the left hand side of the 
swath. Fairly good agreement exists between HIRAD and 
SFMR, particularly in the region of the eye- wall in the outer right 
hand swath. The better agreement across the frill swath is on leg 
3, where the collocations are more time coincident. These 
collocation results show, that better agreement is probably 
achievable with improved Tb calibration across the swath. 
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Fig. 2. SFMR transecting HIRAD legs 3 & 4 in Earl 
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Fig. 3. SFMR transecting HIRAD legs 3 & 4 in Earl 


B. Retrieved WS and RR Images 

Fig. 5 and Fig. 6 show composite images made from 
individual images of legs 1, 3, 4 & 6. In these composites, 
retrieved values are averaged in the regions where the individual 
legs overlap. The swath in these images is -50 deg. to +60 deg. 
The eyewall region has good structure in these images and the 
maximum WS, and RR values were in good agreement with 
SFMR. Fig. 7 shows a RR image for leg 1 of the NOAA P3 
Fuselage Radar. A secondary eye-wall, seen south of the storm 
center in the radar image, is also visible in the HIRAD rain 
image. Even though these initial images show good sensitivity 
and accuracy, even in the outer swath, they also show that 
improvement is needed in the Tb calibration across the swath. 


Hurricane Eyewall 



Fig. 4. Collocated HIRAD leg 4 MLE and SFMR WS 
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Fig. 5. Hurricane Earl Wind Speed (m/s) Composite Image plotted in storm 
centric coordinates 
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Fig. 6. Hurricane Earl Rain Rate (mm/hr) Composite Image plotted in storm 
centric coordinates 
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Fig. 7. Rain Rate (mm/hr) image for legl of the NOAA P3 Fuselage Radar. 

The red dot designates the storm center. 

V. Hurricane Karl retrievals 

The HIRAD flight legs for Karl formed a crisscrossing 
pattern with the crossings at the storm center, so that legs 1, 3, 
5, 7 and 10 all crossed approximately at the eye. The NOAA P- 
3 flew 2 figure-4 patterns providing SFMR data for surface truth 
on 3 passes through the storm. HIRAD retrievals used the 4, 5 
and 6.6 GHz Tb data for Karl as well as Earl. 

Hurricane Karl had a smaller eye and eye- wall structure than 
Earl and HIRAD demonstrated that, from this altitude it could 
map the entire inner-core surface wind and rain structure, for a 
hurricane of this size in a single pass. Composite images from 
legs 1 and 3 and from legs 7 and 10 are shown in Fig. 6 and Fig. 7 
for Karl. 

The MLE algorithm was applied using three frequencies (4, 
5, 6.6 GHz) for the surface wind speed retrievals shown in Fig. 
8. This is the leg 1 and 3 example with the eye and eye- wall 
structure well defined. The estimated winds in the eye are biased 
high for a couple of reasons. First, cross-track calibration issues 
are present in Karl Tb’s, similar to Earl. Plus, as the eye is imaged 





in the outer swath and the slant path passes through rain in the 
eye- wall, the additional attenuation will elevate the observed IV 
Retrieved WS values are averaged in the overlap regions of legs 
1 and 3 here also. The magnitude of the wind in the eye- wall at 
35 - 40 m/sec. agrees well with the SFMR peak wind 
observations. 

Two and three frequency retrievals were computed, and the 
two frequency RR results provided more distinct features, shown 
in Fig. 9 and Fig 10. Better crosstrack calibration of the 6.6 GHz 
Tb’s should improve the 3 frequency retrievals. For example, the 
crosstrack variation patterns, in areas away from the storm 
center, are not as prevalent in Fig. 9 as in Fig. 8, where the 6.6 
GHz signal influences the results. The agreement with SFMR is 
good for both images in Fig. 9, where the maximum RR values 
are 40 - 45 mm/hr. and the SFMR observed rain intensity up to 
approximately 50 mm/hr. on one particular pass. 
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Fig. 8. Hurricane Karl Wind Speed (m/s) Composite Image for legs 1 & 3 
plotted in storm centric coordinate. 
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Fig. 9 Hurricane Karl Rain Rate (mm/hr) Composite Image for legs 1 & 3 
plotted in storm centric coordinate. 
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Fig. 10 composite image of Karl rain rate (mm/hr) for legs 7 & 10 plotted 
in storm centric coordinate. 

CFRSL is currently developing improved calibration 
methods for HIRAD Tb data, with emphasis on Karl, in order to 
get better wind speed and rain rate retrievals. Radiative transfer 
modeling and available surface truth, such as SFMR, P-3 radar, 
and H-Wind mapping products, are being used to provide final 
corrections to the flight data, prior to retrievals. Swath location 
dependent Tb bias corrections, at each frequency, can be defined 
for each flight leg, using data from the beginning and end of each 
leg, where winds are relatively uniform and conditions are 
relatively rain free. 

Fig. 11 shows a time series of Tb at 4, 5 and 6.6 GHz and 
incidence angle 40 deg., on Karl leg 10. Each plot has been 
normalized (corrected) by its own unique function, that was 
determined by comparing the observed Tb’s to modeled Tb’s, at 
the beginning of leg 10. The same normalization was applied to 
the entire leg, at each frequency. Fig. 8 shows good behavior over 
most of the leg. Variations in WS are visible and frequency 
independent, and rain bands are visible where frequency 
dispersion exists. Brightness temperature is higher with higher 
frequency over most of the leg, as it should be. 
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Fig. 11. Time series of normalized TB at incidence angle 40 deg. 


VI. CONCLUSION 


References 


The HIRAD concept, with its broad swath measurement 
capability, offers the potential for significant improvement over 
the current SFMR. Using high-flying, long duration, unmanned 
aircraft such as the Global Hawk, real time tropical cyclone 
surveillance can be possible. The swath of HIRAD has been 
demonstrated at 50 - 60 km. 

HIRAD has demonstrated the ability to produce a wind speed 
and rain rate image in a single pass. Images from the 2010 GRIP 
Experiment, hurricanes Earl and Karl, demonstrated the ability 
to image the wind and rain structure in the eye and eye-wall of 
hurricanes. Comparison to SFMR and P-3 radar measurements 
showed good agreement in the magnitude of wind and rain 
intensity in the eye-wall, and the ability to identify large rain 
bands and small rain cells outside the storm center. 

Under the HS3 program, hardware and calibration methods 
have been implemented that will improve accuracy and stability. 
Future HIRAD retrievals will improve with better calibrated 
T b ’s. 
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